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m THE tlKITHD STATES PATSKT OFFICE 

IH RE* Application of 

Wnil&Ji F. HilEDEAH 

Serial xftEibcr 
549,036 

Filed 

11 August 1944 

JPor 

EUECTlICAL SSSTEH 

* * *• «• * * # 1 * 

REVOCATION OF, £S^S 2D ATTORNEY 

TO* The Honorable Coar&ssioser of intents 
Washington 25, D* C. 

Sir* 

Tho undersigned having, on or about the 1st day of August 
1944, appointed Willian D* Well, of tho Office of the Chief Signal 
Officer, his attorney to prosecute an application for letters 
patent uhich application ttos filed on or about tho 11th day of 
August 1944, for an inprovenent in Electrical Cystsa (serial num- 
ber 549,086), hereby revokes the poorer of attorney then given. 

Signed in tho County of Arlington and State of Virginia, this 
'll*/- day of A. B, 1947. 

Respectfully, 

Gillian F. Friednan, Applicant" 
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